248 Fahrraufbewahrung bike storrage 


terra bikes 


Fahrrad-Garage 
Der Staub- und Wetterschutz für Zweiräder u.v.m. 


« mit Ösen und Gummikordel 
« Haken zum Sichern 


#300 40001 200x100 cm 
#400 02001 185x100 cm 
#400 02101 240x100 cm 
VE = 45 Stück 


Fahrrad-Faltgarage 


Material: PEVA, verschweißt, staubfest, wasserdicht, 
nicht UV- und kältebeständig, 

Maße: ca. 210 x 80x 110 cm (BXHXT), 
Kartonmaß: 41 x 30,5 x 22 cm 


# 400 023 00 VE = 20 Stück 


terra bikes 


Foil-Garage 
Dust- and weather protection for bicycles and more 


« with eyeletts and rubber cord 
« hooks to secure 


#300 40001 200x100 cm 
#400 02001 185x100 cm 
#400 02101 240x100 cm 
Unit = 45 pieces 


Folding bike cover 


Material: PEVA, welded, dustproof, waterproof, 

not UV and cold-resistant, 

Dimensions: approx. 210 x80 x 110 cm (WxHxD), 
Box dimensions: 41 x 30.5 x 22 cm 


# 400 023 00 Unit = 20 pieces 


Bike-Lift 


zur Deckenmontage, zweiteilig, 

passend für alle Fahrräder bis 20 kg, 

zwei gummierte Haken mit integriertem Gelenk, 
leichtgängiger Seilzug, mit Fallsicherung und Seilbremse, 
Abmessungen: ca. 99 x4x 8 cm, 

Abmessungen Box: 26 x 13 x 10 cm 


# 136 047 01 VE = 8 Stück 
Bike-Lift 

ceiling mounted, two-part design, 

suitable for all cycles up to 20 kg, 

two rubberised hooks with integrated hinge, 
smooth running cable hoist, 

with fall arrester and cable brake, 
Dimensions: approx. 99xAx8cm, 

Box dimensions: 26 x 13 x 10 cm 


# 136 047 01 Unit = 8 pieces 


Fahrrad-Wandhalter 


klappbar, Stahlrohr: @ 25,4 mm, Belastung: max. 40 kg, 
für zwei Fahrräder, Abmessungen: ca. 52 x 15,5 x52 cm 


# 136.049 01 VE = 4 Stück 
Bicycle wall bracket 


folding design, steel tubing: 25.4 mm, load: max. 40 kg, 
for two cycles, dimensions: approx. 52 x 15.5 x 52 cm 


# 136 049 01 Unit = 4 pieces 


www.pointbike.de 


